Website offline archives
========================


* Text and HTML file encoding could be KOI-8R, CP1251 or CP866.

* Descr.WD3 files, if exist, were made by Offline Explorer
File structure (from 
http://forum.metaproducts.com/Post.aspx?ID=3221&AspxAutoDetectCookieSupport=1
):

-----------------------------------------------------------

Oleg Chernavin 5/18/2004 4:11:00 AM

Descr.wd3 files reside in each directory Offline Explorer creates and 
contain information regarding all downloaded files in the directory:
- file name
- original file URL
- date of the last modification on Web server (to check for updates)
- file MIME type as it was returned by Web server (this is useful for offline browsing)
- a sign, if a .primary file was created or not.

Although all these files could be deleted, it is not recommended because
this may make Web site updates and offline browsing less reliable.

Best regards,
Oleg Chernavin
MP Staff
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Oleg Chernavin 5/18/2004 6:23:00 AM

It is a binary file. Its structure is the following:

Size 4 bytes
FNSize 4 bytes
URLSize 4 bytes -- always zero
FileName x bytes File name as on disk
URL Name x bytes File name as in URL -- not used
Version 4 bytes
Modif.date 31 bytes
MIME type 36 bytes
Original file length (before parsing) 4 bytes
NeedPrimary 1 byte 0 if Primary is needed, 1 - if not

Oleg.

-----------------------------------------------------------

Filename  : cracklab.narod.ru.zip
Size      : 1860540
CRC32     : 2467744a
MD5       : 10e89a233fe6b5188155ec95ad5d5ee3
SHA1      : bc974012e53392806f293dfdec7c1eeadcadfb46
SHA2-256  : 7d3dbaddcf87d76c6539d78ef857d4da671eef5e8d2323fd55c4be75b1e07446
SHA2-384  : 9a4a085839e06ae4d40f8f3204c3d278aede6a2c8b829044c84aa099f4b95595a202a39ccaa2f9e2aeae2dff2edc989c
SHA2-512  : e817e80ca1bc071b6527b4998d1649464cd598cab5ecee61115e62429e377f0b26119661c741be3c7071a4c26599f1c54c6c4739811d6539fb7c2065dcea1db2
SHA3-256  : be808fc27c67baf188d588c200559708f63e37a77a3249d1a0224578128422d5
SHA3-384  : 14c7829700676a5f6e10f46c0a890de6f1d6c54d46e37153534364765279dd4f1ba5ca2e368eede9967824965927688b
SHA3-512  : c2b6b497be0dce978ae8b73875314bc668bf192fc2bd487dbcb1b193918a76140abc339de84e8837d6bad9f3849c1fb6916e2864743a6d52533e3db0f1074e1f
RIPEMD-160: 18f01512dc50ff0bb0184f4e53cb050fa71e88e5
WHIRLPOOL : 166e65f21e91a6693fe94475eb288a03d612ec23f232adb6b8705d4028885247acbd41fb51de22a826440920216552fbf763addd867990d462954c3fbca578d6
ED2K      : de3ca2bbf5606ad13998a795f9902e77
